Hourglass Tree of Kevin Joseph White 



Kevin Joseph 
White 

Born: 01 Sep 1965 
in Boston, MA 
Married: 19 Sep 1992 
in Enfield, CT 


Gerald James 
White 

Born: 03 Jun 1959 
in Boston, MA 
Died: 08 Aug 1980 
in Boston, MA 


Linda Jean 
White 

Born: 05 May 1961 
in Boston, MA 
Married: 27 Mar 1981 
in Boston, MA 


John Francis 
White 

Born: 07 Apr 1964 
in Boston, MA 
Married: 20 Jun 1988 
in Boston, MA 


Jean Marie 
White 

Born: 13 Oct 1966 
in Brookline, MA 


Denise Joanne 
White 

Born: 27 Nov 1967 
in Brookline, MA 


Kevin Joseph 
White 

Born: 11 Feb 1994 
in Hartford, CT 


-L. 

Christine 

Litterio 

Born: 27 Feb 1967 
in Dorchester, MA 
Married: 19 Sep 1992 
in Enfield, CT 


_r 


-L. 

Caitlin Rita 
White 

Born: 19 May 1995 

in Hartford, CT 

** 11 


















































